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Message Text 

UNCLASSIFIED 

PAGE 01 ANKARA 01727 091509Z 

ACTION EUR- 12 

INFO OCT-01 ISO-OO EB-08 /021 W 

091510Z 087129/44 

R 090740Z MAR 77 
FM AMEMBASSY ANKARA 
TO USDOC WASHDC 
INFO SECSTATE WASHDC 6687 
AMEMBASSY ATHENS 
AMEMBASSY BRUSSELS 
AMCONSUL ADANA 
AMCONSUL ISTANBUL 

UNCLAS ANKARA 1727 

ATHENS FOR RTDC 

E.O. 11652: NA 
TAGS: BTIO, TU 

SUBJECT: FOREIGN GOVERNMENT TENDER: COMPRESSORS AND INSULATOR 
SCRUBBING FACILITY 

1. 489/01/TOO39 
2. 030877 

3. M.ISHAKBEY OGLU 

4. 489 TURKEY 

5. N. 

6A. SUBMIT BIDS TO - 
6B. — 

6C. TURKIYE ELEKTRIK KURUMU (TEK) 

SANTRALLAR DAIRESI BASKANLIGI 
NECATIBEY CADDESI 3 - MARO HAN - KAT 5 
YENISEHIR, ANKARA, TURKEY 
(TURKISH ELECTRICITY AUTHORITY) 

7. - 

8. 042877 
9.201 

UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 ANKARA 01727 091509Z 

10. 35631XX - 99182XX - VALUE NOT KNOWN. DIRECTORATE 
GENERAL OF TURKISH ELECTRICITY AUTHORITY (TEK) IS INVITING 
BIDS FOR PROCUREMENT OF FOLLOWNG EQUIPMENT FOR AFSIN - 
ELBISTAN THERMAL POWER PLANT (4 X 340 MW): 

A) COMPRESSORS: 12 EACH, 700-1500 CU. M/HR CAPACITY 
WITH 0.3-8-10 KG/SQ. CM. PRESSURE. 

B) INSULATOR WASHING SYSTEM: FOR WASHING INSULATORS AT 
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350-154 KW SWITCHYARD THROUGH WATER SPRAYING. 

11. BIDDING SPECIFICATIONS MAY BE OBTAINED FROM THE BUYER 
AT TL2.500.00 (US$1 EQUALS TL17.50) PER SET. 

MACOMB ER 


UNCLASSIFIED 


NNN 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 -Jan-1 994 12:00:00 am 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Sent Date: 09-Mar-1977 12:00:00 am 
Decaption Date: 01 -Jan-1 960 12:00:00 am 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 -Jan-1 960 12:00:00 am 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1977ANKARA01727 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D770081-0251 
Format: TEL 
From: ANKARA 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1977/newtext/t19770380/aaaacrxh.tel 

Line Count: 66 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 

Message ID: a7795ebb-c288-dd11-92da-001cc4696bcc 

Office: ACTION EUR 

Original Classification: UNCLASSIFIED 

Original Handling Restrictions: n/a 

Original Previous Classification: n/a 

Original Previous Handling Restrictions: n/a 

Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 19-Nov-2004 12:00:00 am 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 3170190 
Secure: OPEN 
Status: NATIVE 

Subject: FOREIGN GOVERNMENT TENDER: COMPRESSORS AND INSULATOR SCRUBBING FACILITY 
TAGS: BTIO, TU 
To: COM 
Type: TE 

vdkvgwkey: odbc://SAS/SAS.dbo.SAS_Docs/a7795ebb-c288-dd1 1-92da-001cc4696bcc 
Review Markings: 
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